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NARA RG104, Entry 1, Box 128 


Mint of the United States at Philadelphia, Pa., 
Superintendent’s Office, 
December 6, 1882 


Sir; 


Accompanying this I return you 16, dollar planchet weights, used in the adjusting room, 
and which were not taken from the scales and properly returned to the vaults last evening. 


Will you be kind enough to ascertain where the neglect rests and who is responsible for 
such carelessness. 


Very respectfully, 
A. Loudon Snowden 
Superintendent 


O.C. Bosbyshell 
Coiner 


